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By Appointment. 


TUCK’S 

CARTE FOSTALE. 


Chancel, Holy Trinity Church. Here, on the 
north wall of the handsome Perpendicular Chapel, hangs 
Shakespeare’s mural tablet, a bust under an arch, executed 
by Gerard Johnson, and erected prior to 1623. It was 
originally coloured, and is supposed to have been 
modelled from a death mask. Immediately beneath are 
the graves of Shakespeare and his wife Anne. 
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Printed in England. 















